PLATE CVIII
A.   FRONT OF COLUMBIA GLACIER, JUNE 24, 1909 On islet north of Heather Island.   Photograph by Grant and Higgins, from Station D.
B.   EBONT OF COLUMBIA GLACIER, AUGUST, 1909 On ialet north of Heather Island.   Photograph from a point close to Station D.  See also Plates CVI, A, and CVII.